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CARTE POSTALE. 


By Appointment. 

St. Mary’s Church was, until 1828, the only church 


in Cheltenham. It is a cruciform structure belonging to 
the 14th century, possessing a square tower with an octa- 
gonial spire, and a fine Rose window 15 feet in diameter. 
The building was carefully restored in 1880, and despite 
alterations and repairs, many interesting portions of old 
work are still extant. 
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